
Rio Arriba County Detention Center 

(RACDC) POLICY 056: RESPONSIBLE HEALTH 

AUTHORITY 


The Rio Arriba County Detention Facility shall recognize that the agency providing the medical 
services to the inmates is the Responsible Health Authority. 

Procedure: 

1. The Responsible Health Authority is responsible for coordinating all levels of health 
care and assuring quality and accessibility to all health services to inmates. 

2. All registered nurses and physicians must assure that they are certified \A/ith the State 
of New Mexico to administer medical attention to inmates. 
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